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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 01787 I9I640Z 
ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-06 COME-00 EB-07 /032 W 

200205Z 098892/70 

R 19I705Z JAN 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 8888 

UNCLAS PARIS 01787 

E.O.II652:N/A 

TAGS: OGEN, ETRD, TBIO, FR 

SUBJECT: FDA ADVISORY. DEFECTIVE MEDICAL DEVICE- RECALL 
NO. T-141-6 AND T-002-7 

REF.: (A) STATE 5216; (B) STATE 5220 

1. REFTELS REQUESTED POST CONTACT LE BRUN LABORATORIES, 

5 RUE DE LUBECK, 75016 PARIS, FRENCH DISTRIBUTOR OF 

(A) BRAIN THROMBOPLASTIN FOR INVITRO DIAGNOSTIC USE, 

(B) HUMAN PLASMA FOR INVITRO DIAGNOSTIC USE; 

MANUFACTURED BY ORTHO DIAGNOSTIC INC., ARLINGTON, TEXAS. 

2. POST CONTACTED MISS CHAUTIN, COMMERCIAL MANAGER OF 
LE BRUN LABORATORIES, WHO STATED THAT SHE HAD RECEIVED 
THE RECALL LETTERS. 

3. NO MALFUNCTION HAD BEEN REPORTED. 

RUSH. 
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